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UNCLASSIFIED 

PAGE 01 OTTAWA 02409 052237Z 
ACTION HEW-06 


Message Text 


INFO OCT-01 EUR- 1 2 ISO-OO OES-06 COME-OO L-03 /028 W 

060422Z 074133 /20 

R 052234Z APR 77 
FM AMEMBASSY OTTAWA 
TO SECSTATE WASHDC 3063 


UNCLAS OTTAWA 02409 


E.O. 11652:N/A 

TAGS: ETRD, EIND, TBIO, CA 

SUBJECT: FDA ADVISORY-IMPROPERLY PLATED SKIN ELECTRODES 
(T-056-7) 

REF: STATE 73550 


MR. J. WEST, QUINTON INSTRUMENTS. SCARBOROUGH, ONTARIO. 
TOLD EMBOFF FIRM DID NOT RECEIVE JANUARY 7 LETTER BUT 
DID RECEIVE INFORMATION RE DEFECTIVE ELECTRODES ON 
OCTOBER 26. 1976. ON NOVEMBER 16, 1976 RETURNED 181 
UNITS OF THE 350 UNITS RECEIVED TO NATIONAL CABLE 
MOLDING CORPORATION. ADVISED ALL CUSTOMERS OF DEFECT 
BUT NO RETURNS WERE RECEIVED. FACT THAT UNITS ARE "ONE 
USE” ITEM PROBABLY ACCOUNTS FOR THIS. WEST SAID HIS 
FIRM ALSO HAD ADVISED SCARBOROUGH, ONTARIO OFFICE OF 
HEALTH PROTECTION BRANCH, HEALTH AND WELFARE CANADA OF 
THIS ACTION. ENDERS 


UNCLASSIFIED 
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Message Attributes 
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Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MEDICAL CARE, EQUIPMENT, RECALLS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 05-Apr-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977OTTAWA02409 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 19-0260 
Format: TEL 
From: OTTAWA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770486/aaaacxmx.tel 

Line Count: 40 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 2c1aefa9-c288-dd11-92da-001cc4696bcc 

Office: ACTION HEW 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 73550 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 1 1 -Jan-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 
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Secure: OPEN 
Status: NATIVE 

Subject: FDA ADVISORY-IMPROPERLY PLATED SKIN ELECTRODES (T-056-7) 

TAGS: ETRD, EIND, TBIO, CA, US, QUINTON INSTRUMENTS 
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